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Message Text 


UNCLASSIFIED 

PAGE 01 MANAGU 02249 102309Z 

66 

ACTION EPA-04 

INFO OCT-OI ARA-10 ISO-00 EUR- 1 2 /027 W 

122946 

R 102245Z JUN 75 
FM AMEMBASSY MANAGUA 
TO SECSTATE WASHDC 7189 

UNCLAS MANAGUA 2249 

E. O. 11652: N/A 
TAGS: CCMS, ENGR, NU 

SUBJECT: CCMS: LOW TEMPERATURE NON-STEAM CONEERENCE, JUNE 25, 

1975, PARIS 

REP: STATE 125852 

1. INPORMATION CONTAINED IN CABLE NOT VERY THOROUGH. DOCTOR 
EDUARDO ROMAN, ADMINISTRATOR AND FINANCIAL MANAGER OP ENALUF 
(NATIONAL LIGHT AND POWER CO. OF NICARAGUA) WISHES TO ATTEND THE 
JUNE 25 MEETING. HE ACCORDINGLY WANTS TO NOTIFY PAUL SANGNIER, 
DGRST, AND JACK HOWARD OF LAWRENCE LIVERMORE LABORATORY; 
HOWEVER, HE DOES NOT KNOW WHERE LAWRENCE LIVERMORE LABORATORY 
IS, AND NEITHER DO WE. 

2. COULD YOU PLEASE NOTIFY PAUL SANGNIER AND JACK HOWARD AND 
PROVIDE US WITH THE FULL ADDRESSES OF DGRST AND LAWRENCE 
LIVERMORE LABORATORY. 

SHELTON 
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Errors: N/A 
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Image Path: 

ISecure: 1 
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